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CONFIDENTIAL USMISSION OECD PARIS 25505 
EXCON 

E.O. 11652: XGDS-1 
TAGS: ESTC, COCOM, IT, CZ 

SUBJECT: ITALIAN PIPELINE TELECONTROL EQUIPMENT TO CZECHOSLOVAKIA - 
IL 1565, 1572, 1584 

REF: A. COCOM DOC (73) 1361 

B. STATE 157846 

C. STATE 177465 

1. ITALIAN DEL CONTACTED USDEL ON INSTRUCTIONS FROM ROME TO 
POINT OUT THAT CONTRACTUAL SITUATION OF ITALIAN SUPPLIER WAS 
BECOMING URGENT. HE ASKED IF WE HAD ANY RECENT WORD ON CASE. 

2. USDEL RESPONDED IN NEGATIVE, POINTED OUT HEAVY WORKLOAD IN 
COMPUTER AREA, BUT AGREED TO INFORM WASHINGTON OF ITALIAN 
APPROACH. 

BROWN 

CONFIDENTIAL 
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